From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Dunn, Ceci (DPH) 

Thursday, April 15, 2010 4:04 PM 
Dyke, Edmund (DPH) 

Haney, Gillian (DPH); Caloggero, Dina (DPH); Cranston, Kevin (DPH); Han, Linda (DPH); 
Connolly, Grace (DPH); Corban, Doreen (DPH); McNamara, Ann (DPH) 

FW: ELC ARRA Grant Budget Narrative 
Budget.doc; Ex budget.xls 


Importance: 


High 


Here is the budget narrative and a spreadsheet outlining the costs for your review. 
Thanks, 

Ceci 


Ceci Dunn 

Director of Operations, Bureau of Infectious Disease 
Massachusetts Department of Public Health 
250 Washington Street, 3rd Floor 
Boston, MA 02108-4619 

617-624-5370 (Tuesday afternoons, Wednesday mornings) 
617-983-6548 (all other times) 

Email: Ceci.Dunn@state.ma.us 

Website: www.mass.gov/dph 

Blog: http://publichealth.blog.state.ma.us 


From: Dunn, Ceci (DPH) 

Sent: Thursday, April 15, 2010 3:45 PM 
To: McNamara, Ann (DPH) 

Cc: Haney, Gillian (DPH); Corban, Doreen (DPH); Caloggero, Dina (DPH); Kludt, Patricia (DPH) 

Subject: FW: 

Importance: High 

It would help if I included the attachments! 


Ceci Dunn 

Director of Operations, Bureau of Infectious Disease 
Massachusetts Department of Public Health 
250 Washington Street, 3rd Floor 
Boston, MA 02108-4619 

617-624-5370 (Tuesday afternoons, Wednesday mornings) 
617-983-6548 (all other times) 

Email: Ceci.Dunn@state.ma.us 

Website: www.mass.gov/dph 

Blog: http://publichealth.blog.state.ma.us 
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From: McNamara, Ann (DPH) 

Sent: Thursday, April 15, 2010 2:57 PM 

To: Haney, Gillian (DPH); Corban, Doreen (DPH); Caloggero, Dina (DPH) 

Cc: Dunn, Ceci (DPH); Kludt, Patricia (DPH) 

Subject: 

Importance: High 

I have attached a excel sheet for the IT ARRA application as well as Word document. Please review. If you want 
changes please let me know by this afternoon (we are on a tight deadline). 

Dina, I have your E-orders and the Implementation of E orders in two hospitals taking place simultaneously - please 
confirm this is what you want. 
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